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Message Text 


CONFIDENTIAL 

PAGE 01 CARACA 0943 1 041918Z 

12 

ACTION SY-05 

INFO OCT-01 ARA-06 ISO-OO /012W 

005187 

R 041827Z AUG 76 
FM AMEMBASSY CARACAS 
TO AMEMBASSY PANAMA 
INFO SECSTATE WASHDC 4241 

CONFIDENTIAL CARACAS 9431 

PANAMA FOR RTC; DEPT FOR A/SY/T 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: INSTALLATION OF HEATING SYSTEM IN ACR 

1 . AT THE AMBASSADOR'S REQUEST, POST WISHES RTC TO INSTALL 

A HEATING SYSTEM IN THE ACOUSTICAL CONFERENCE ROOM AS SOON 
AS POSSIBLE. 

2. PLEASE ADVISE SOONEST AS TO WHEN PROJECT CAN BE 
INITIATED. 

VARY 


CONFIDENTIAL 
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